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1 
This invention relates fo a strainer, and more 
particularly fo a strainer for milk. 
The object of the invention is fo provide a milk 
strainer which will remove all solid marrer from 
the milk. 5 
Another object oï the invention is to provide 
a milk strainer wherein the parts may be readily 
disassembled for replacing the filtering element. 
A further object of the invention is fo provide 
a mflk strainer which is extremely simple and i0 
inexpensive fo manufacture. 
Other objects and advantages will be apparent 
during the course of the following description. 
In the accompanying drawings forming a part 
of this application, and in which like numerals 15 
are employed fo designate like parts throughout 
the same: 
Figure 1 is a side elevational sectional view of 
the milk strainer, according fo the present inven- 
tion; 20 
Figure 2 is a sectional view taken on the line 
2--2 of Figure 1; 
Figure 3 is a top plan view of the member for 
supporting the filtering pad; 
Figure 4 is a side elevational view of the mem- 25 
ber for su.pporting the filtering pad; 
Figure 5 is a top plan view of the ring for 
maintaining the filtering pari in place; 
Figure 6 is a side elevational view of the ring 
of Figure 5; . 30 
Figure 7 is a side elevational view of the cap. 
Referring in detail fo the drawings, the nu- 
meral ! 0 designates an open-topped hopper which 
is provided with an open-ended neck ! ! in ifs bot- 
tom for the egress therethrough of strained milk. 35 
Positioned in the hopper 10 and arranged in 
surrounding relation with respect fo the neck I ! 
is a support member 12, Figures 1, 3 and 4. The 
support member 12 comprises an annular rim 13 
which surrounds the neck 11 and abuts the bot- 40 
tom of the hopper 10 when the strainer is as- 
sembled. A transverse lip 0 projects from the 
rira  3 and a plurality of radially-disposed, spaced 
arms 4 projects ïrom the !ip 9 and are secured 
fo the latter. An annular flange 15 projects up- 45 
wardly from the outer ends of the arms 14 and 
is secured thereto. 
A circular flltering pad 6 fabricated of flex- 
ible wire screen, or straining cloth, or other suit- 
able material, is supported on the top of the sup- 50 
port member  2. A ring  7 provided with a han- 
dle 22, Figures 1, 5 and 6, engages the interme- 
diate portion of the pad 16 and embraces the 
neck 11 for maintaining the pad extended across 
the neck I l. 55 

2 
A cap 18 is received by the annular flange 
of the support member 12 and coacts with the 
latter fo maintain the filtering pari 16 extended 
across the support member 12. The cap 18 is 
pr0vided with a handle 19 adapted fo be gripped 
by the user when the cap 0 is fo be removed or 
replaced, as for disassembling or assembling the 
milk strainer. The handle 22 of the ring 17 abuts 
the interior portion of the cap 18, Figure 1. The 
cap 0 is provided with opposed recesses 23 for 
receiving tongues 24 that project from the flange 
15 whereby the cap 18 is releasably fastened fo 
the support member 12. 
From the foregoing, it will be apparent that 
when the ring 7, filtering pari 15, support ruera- 
ber 12, and cap 18 are assembled in the hopper 
0, a simple and effective device for filtering milk 
is provided. The milk fo be strained is poured 
into the open top of the hopper 10 and flows 
in the direction of the arrows, Figure 1, between 
the arms !4 and up through the filtering pari 
for the rst filtering step. The milk then flows 
down through the center of the pad 15, thus a 
second filtering step is performed on the milk, 
and the doubly-strained milk flows out through 
the neck I I. If wfll be seen that the milk is 
strained twice, once upwardly, and then down- 
wardly through the filtering pad or cloth 
Further, the various parts of the strainer can 
easily be separated and cleaned. 
As many embodiments may be ruade of this 
inventive concept, and as many modifications 
may be marie in the embddiment hereinbefore 
shown and described, if is fo be understood that 
all marrer herein is fo be interpreted merely as 
fllustrative and hot in a limiting sense. 
I claire: 
1. In a mflk strainer, an open topped hopper, 
an upstanding neck in the bottom of the hopper 
for the egress therethrough of strained milk, a 
support member, comprising an annular upstand- 
ing rira positioned within said hopper and 
ranged in surrounding relation with respect fo 
said neck, said rira abutting the bottom of said 
hopper and extending fo a point shor.t of the top 
of said neck, a transverse lip projecting from the 
top of said rira, a plur.ality of radially disposed 
spaced arms projecting from said lip and secured 
fo the latter, an annular flange proJecting up- 
wardly from the outer ends of said arms and se- 
cured thereto, a flltering pad extending across 
said neck and supported on the arms of said 
support member, a cap arranged within said hop- 
per and coacting with the fiange on said support 
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member for releasably maintaining said flltering 
pad on said support member, a handle on said 
cap for manually moving the latter into and out 
of coacting relation with said support member, 
a ring arranged above said support member and 
embracing the top portion of said neck ïor main- 
taining said flltering pad in extended position 
across said neck, a handle secured to said ring, 
and interengaging means on said cap and flange 
for releasably connecting said cap fo said support 
member. 
2. The apparatus as described in claire 1, 
wherein said interengaging means comprises 
tongues projecting from said flange, there being 
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4 
opposed recesses in said cap for receiving therein 
said tongues. 
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